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Sait Commander Lovation 
3rd Infantry Div. Labaczew-R,esz0" (ss 
25X1A6a Comment. of Cracow) 
This may be the "Rommald * AAS 
Traugut" Division) 
4th Infantry Div. Poanan 
Lyth Infantry Div. - Soviet Col. Struc Sledice (east of War 
15th Infantry Div. Soviet Gen. Kontryu Olsatyn (ALlenstein, 
Prussia) 
18th Infantry Div. General Gustav Paazkiewics Bialystok 
et ee (Pole) i+ 
45th Infantry Fep. Boviet Col. Sirokin Zambrow (Bialystok € 
Avth Infantry Rege onza (Bialystok Cov 
49th Infentry Reg. Biala Podlaska (wast 
Brest) 
S7th Infantry Reg. Soviet Col. Naumov Suvalki (near the Li 
anian border ),. 
65th Infantry Ree. Eialystok 
Jat Cavalry Ree. Sarwolin (east of We 
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a ” Ne Paice Pos ewies, reported to be the "most hated Pole", is cailiad 


“bloody pacificator" of tha province of ‘jialystok 
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